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XXXIII. On the Degree of Heat which co- 
agulates the Lymph, and the Serum of the 
Blood ; with an Enquiry into the Caufes 
of the inflammatory Cruji, or Size, as it is 
called : By the fame. 



Read Nov, i£.T N the preceding paper, befides men- 
I77 °* X tioning fomecircumftances which pro- 
mote the reparation of the blood, and which af- 
fedt its colour, I have enquired into the caufes to 
which its coagulation when takep from the veins is 
owing, and the manner in which it coagulates when 
at reft in the body. I fhall now proceed to lay be- 
fore this learned Society, an account of fome other 
experiments which I have made upon this fluid, 

Befides being coagulated when expofed to the air* 
the coagulable lymph, as well as the Jerum, is known 
to be fixed by heat ; but the degree of heat has not, 
I think, been determined* It has been fuppofed to 
require a degree of heat almoft equal to that which 
coagulates thcferum * ; but a much Iefs is neceflary, 
as will appear from the following experiments, 

* Vide Traite du Cceur, T. ii. p. 93. Schwcnk, Haemato- 
log. p. 138. 
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Experiment VII. 

Having found, from a number of trials, that blood, 
kept fluid by being mixed with neutral falts, had 
its lymph coagulated by a heat of 125 ° of Fahren- 
heit's thermometer, I fuppofed that the degree ne^ 
ceflary for fixing it in its natural ftate could not be 
very different from this, I therefore prepared a 
lamp- furnace with a fmall veffel of water upon it j 
this water was heated to 125 °j and then laying bare 
the jugular vein of a living dog, I tied it properly, 
cut a piece of it out, and put it into this water: 
after eleven minutes, I took out the vein, opened it, 
and found the blood entirely coagulated -> thence I 
concluded, that 125 °, or lefs, was fufficient to coa- 
gulate the blood of a dog. It may be neceflary 
to obferve here, that the part coagulated was only 
the lymph ; for the ferum requires a much greater 
heat to fix it, that is heat of 160°, as will appear 
hereafter. 

Experiment VIIL 

The fame experiment was repeated in fuch a man* 
ner, that the heat was never higher than 120 and 
an half; and I found, on opening the vein at the end 
of eleven minutes, that the lymph was entirely coa^ 
gulated, even in this heat. 

Experiment IX* 

1 next repeated the experiment, fo that the heat 
was never higher than 1 14 °, and was commonly at 
Vol, LX Odd that ' 
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that degree during the eleven minutes, at the end 
of which time the vein being opened, the blood was 
found to be fluid, and in a few minutes after, being 
laid open to the air, it coagulated as it ufually does. 
Now as the blood, in thelaft experiment but one, was 
coagulated, when the heat had never rifen above 
120° and an half; and in this experiment was fluid, 
though it had been expofed to a heat of 1 1 4 $ we 
may therefore conclude, that the coagulable lymph 
in the blood of a dog, in health, is fixed in a degree 
of heat between 1 1 4 ° and 1 20 f of Fahrenheit's 
thermometer. 

As to the degree of heat at which the lymph m 
human blood coagulates, I have not yet had an op- 
tunity of trying it in a more fatisfa&ory way, thai* 
with the mixture with Glauber's fait, in which ftate 
it coagulates at 1=2-5°; As we find that the human 
blood and that of a dog jelly nearly in the fame time* 
when expofed to the air, I think it is probable, that 
the precife degree of heat at which the lymph of the 
human blood coagulates, is between 1 14 ° and 120 \^ 
I have thought of making the experiment on the um- 
bilical cord of a recent placenta, which is the moffc 
likely way of coming at the truth. 

The degree of heat, at which the ferum of the 
blood (which fhould not be confounded with the 
lymph) coagulates, is generally faid to be 150°$ but 
from the trials I have made, I am inclined to be- 
lieve it requires a greater heat to fix it. My ex- 
periments were made in the following manner., 
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EXPERIMENT X. 

I took a wide-mouthed phial, containing ferum f 
and placed a thermometer in it, and then put it into 
water which was kept warm by a lamp underneath ; 
and, in making .^experiment wi/as much ac- 
curacy as I could, I found the heat required was 160% 
which is above forty degrees more than is neceffary 
for the coagulation of the lymph. 

As the blood is coagulable by heat* and as the 
heat of an animal body is increased in fevers, it has 
been fuppofed that the blood might be coagulated by 
the animal heat, even whilft it is circulating in the 
blood- veflels 5 but there is little foundation for fuch 
a fuppofition, fince the animal heat is naturally only 
98 or ioo°, and in the moft ardent fever is not raifed 
above 112 . 

I {hall next proceed to enquire into the formation 
of the inflammatory cruft, ovjize, as it is called. 

This remarkable appearance is frequently met with 
in inflammatory diforders, and is formed by the coagu- 
lable lymph's being fixed, or coagulated, after the red 
particles have fubfided. It has indeed been fuppofed 
to be formed from the ferum of the blood ; and an 
excellent writer on this fubjedl feems in doubt to 
which it fhould be attributed. But that it is formed 
by the coagulable lymph alone, after the red par- 
ticks have fubfided, appears from the following ex* 
periments. 

Experiment XI. 

In the month of June, when the thermometer in 
the fhade flood at 67 °, I bled a man who had la- 
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boured under a phthijis puhnonalis for fome months* 
and at that time complained of a pain in his fide, 
The blood, though it came out in a fmall fiream, 
yet flowed with fuch velocity, that it foon filled 
the bafon. After tying up his arm, I attended to the 
blood, and obferved that the furface became trans- 
parent, and that the tranfparency gradually extended 
deeper and deeper, the blood being ftill fluid. That 
the coagulation firft began on the furface, where it was 
in contact with the air, and formed a thin pellicle ; 
this I removed, and obferved it was foon fucceeded by 
a fecond. I then took up a part of the clear liquor 
with a wet tea-fpoon, and put it into a phial with an 
equal quantity of water; a fecond portion I kept in the 
tea-fpoon; and I found afterwards that they both 
jellied or coagulated, as did the furface of the craffa* 
mentum^ making a thick cruft. On prefling with my 
finger that portion which was in the tea-fpoon, I 
found it contained a little ferum. 

Prom this experiment it is evident, that the fub- 
ftance which formed the fize was fluid after it was 
taken from the vein, and coagulated when expofed 
to the air 5 and as this is a property of the coagulable 
lymph alone, and not of the ferum, there can be no 
doubt that the cruft was formed of the former, and 
aot of the latter. 

The following experiment, made on the blood* 
without expofingit to the air, like wife proves the fame 
iacx» 
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Experiment XII. 

Immediately after killing a dog, I tied up his jugular 
veins near the fternum\ and hung his head over the 
edge of the table, fo that the parts of the veins 
where the ligatures were might be higher than his 
head. I looked at the veins from time to time, and 
obferved that they became tranfparent at their up- 
permoft part, the red particles fubfiding. I then 
made a ligature upon one vein, fo as to divide the 
tranfparent from the red part of the blood ; and, 
opening the vein, I let out the tranfparent part, which 
Was ftill fluid, but coagulated foon after. On pref- 
fing the coagulum, it was found to contain a little 
ferum* The other vein I did not open till after the 
blood was congealed, and then I found the upper 
part of the coavulum whitifh like the cruft in pteuri- 
tic blood *. 

It has been a very generally received, opinion that 
inflammation thickens the blood, and makes it more* 
ready to coagulate.. Nay, forne have gone fo far as 
to fay, that in thofe diforders where the inflamma- 
tory cruft is feen, the blood is almoft coagulated 

*• This is not the only animal that feemcd to be in health, 
whofe blood had a cruft; I have ken it in others: whence I 
afrfirft fufpedted that merely keeping the blood fluid for a little 
time was fufficient to produce this appearance ; but I altered 
my opinion, on feeing, that in the greateft number of animals 
it did not occur j, nor is it commonly met with in the hearts of 
thofe that die a violent death, though the blood remains longer 
fluid in fuch cafes than it does in the bafcn where a fize 
appears* 
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even before it is let out of the vein- Now I atn 
perfuaded from experiment, that the coutrary of 
this is true ; or that inflammation, inftead of increa- 
fing the difpofition of the blood to coagulate, really 
leflens it; and inftead of thickening the blood, really 
thins it ; at leaft, that part which forms the cruft, 
Viz. the coagulable lymph. 

In thefirft place, that inflammation really leflens 
the difpofition to coagulate, will appear evident to 
every one who attends to the jellying of fuch blood 
as has a cruft:. For in all thofe cafes the blood will 
be found to be longer in congealing, than it is com- 
monly. To this opinion, I was firft led by attend- 
ing to the phthifical patient's blood above-mentioned ; 
but I have fince made a comparifon, which feems 
to prove the £a£t. For, from a variety of experi- 
ments made on the blood of perfons nearly in health, 
or at leaft w 7 ho had no inflammatory complaints, 
and no cruft on their blood, I found that the blood, 
after being taken from a vein, began to jelly 
in about three minutes and an half. The firft ap- 
pearance of coagulation is a thin film on the fur- 
face near the air-bubbles, or near the edge of the 
bafon ; this film fpreads over the furface, and thickens 
gradually till the whole is jellied, which is in about 
feven minutes after the opening of the vein ; and 
in about ten or eleven the whole is fo firm, that, if 
the cake be cut, the gafhes are immediately filled 
up by the ferwn, which now begins to feparate from 
die crajjamentum. But in thofe perfons whofe 
blood has an inflammatory cruft, the coagulation is 
much later $ and in general, I believe, is lateft in 

i thofe 
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thofe cafes where the cruft is thickeft, and vkeverfa. 
The following experiments feem to prove this. 

Experiment XIIL 

I bled a woman who was feven months gone with 
child, and the blood was received into a bafon. In five 
minutes after the vein was opened, a film firft ap- 
peared *, but this fpread fo flowly, that in ten minutes 
it did not cover the whole furface : in fifteen minutes 
it had nearly fpread over the furface ; but the reft 
of the blood was quite fluid, at leaft for fome depth, 
and even in half an hour it was not fo firmly jellied 
as it was afterwards. In this cafe there was a very 
thick and ftrong cruft or fize. 



Experiment XIV. 

Having bled a perfon with a violent rheumatic pain 
in his breaft, the blood was received into three tea- 
cups, and each of them bad afterwards a cruft. In the 
firft I obferved the progrefs of the coagulation, as fol- 
lows. The beginning of the coagulation was not 
marked, but at the end of half an hour the film was 
not thicker than common writing-paper; and this be- 
ing removed, a little of the clear lymph was taken up 
with a wet tea-fpoon, put into a clean cup, and was 
twenty minutes more in coagulating. Even at the end 
of an hour and an half, the whole of the blood was 
aot jellied; for at this time I removed the film or pel- 
Kcle, and took up a fecond portion of clear lymph with 
a/poon, and put it into a tea-cup, where it jellied af- 

terwards., 
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terwards ; though this jelly was not indeed quite fo 
firm as the crajfamentum itfelf. 

Experiment XV. 

A woman, with a flight inflammation in her throaty 
had eight ounces of blood taken from her arm $ the 
blood was received into a bafon, and the bleeding 
finiflied in four minutes and three quarters, when 
a film was begun to be formed near the air-bubbles ; 
in feven minutes a tranfparent fize appeared over a 
confiderable part of the furface which was quite 
fluid, whiift the reft of the blood was coagulating, 
there being now a very diftinft: red cruft over the 
reft of the furface. 

Now, from comparing thefe experiments with what 
has been obferved of the coagulation of the blood, 
where there is no inflammatory cruft or fize, is it not 
evident that the blood remains longer fluid after be* 
ing expofed to the air, and has lefs difpofition to 
coagulate, in thofe cafes where there is a fize, than 
where there is none ? for in thofe cafes where there 
was none it was found to coagulate completely in 
feven minutes j but in one of the others, where the 
fize was very thick, it was found not to coagulate 
completely in lefs than an hour and an half? 

The cffeft that inflammation has in leflening thtf 
lymph's difpofition to coagulate, is likewife plain 
from the following experiment, where the blopd in 
the heart of a dead animal feems to have coagulated 
very flowly. 
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Experiment XVI. 

A dog was killed, eight hours after receiving 
a large wound in his neck, The wound had 
during this time inflamed considerably. Upon open- 
ing him next morning, when Jie had been dead thir- 
teen hours, a large whiti£h polypus was found in the 
right ventricle of his heart ; under this was a little 
blood ftill fluid, which being taken up with a tea- 
fpoon, was found to coagulate foon after being ex- 
pofed to the air. 

It may be proper to obferve here, that in the hearts 
of animals which had died without any inflammation, 
I have found the blood entirely coagulated long be- 
fore this time. And that from opening them at dif- 
ferent times, I find it coagulates in their hearts after 
death, in the fame gradual manner that it does in 
their veins, when its motion is ftopt by ligatures; 
as related pag. 380, 

In the next place, that the blood is really attenua- 
ted in inflammatory diforders, where the whitifh cruft 
or flze appears, is probable from the following cir- 
oumftancess firft, it even feems thinner to the eye ; 
,2diy, the red particles, or globules fubfide fooner 
in fuch blood, than in that of an animal in health: 
this feems proved by obferving that in the above-men- 
tioned experiments, where the blood was at reft in 
the veins, it was not covered with a cruft, except in 
one or two inftances, though in all thofe cafes it 
remained longer fluid than the blood commonly 
does in a bafon where the cruft appears. And again, 
the blood in the heart of an animal that dies a vio- 
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lent death, is not generally covered with a white 
cruft, not withftanding it is folate in being congealed*, 
Thefe circumftances fhew, that fomething more 
than merely a leffened difpofition to coagulate is ne- 
ceflfary for the forming of the cruft or fize* 3dly 3 
The globules more readily fubfide in inflammatory 
cafes, from the furface of the whole mafs of blood, 
than they will afterwards do from the furface of a 
mixture with the ferum alone, of which the follow- 
ing experiments are a proof; but, before I relate them, 
let me obferve, that they were made with a view to 
difcover, whether that remarkable appearance, the 
Inflammatory cruft, could be owing to? any other 
caufe than to the eoagulable lymph's being attenuated* 
and having its difpofition to coagulation leflened : 
and as the fame appearance might be fufpe&ed to 
arife from an increased fpecific gravity in the red par- 
ticles, or from the ferum alone being attenuated, 1 
endeavoured to decide the queftion by the following 
experiments. 

Experiment XVIL 

Into a phial, marked A, I put an ounce of the 
Jerum of the blood of a perfon, whofe crqffame?iium 
had an inflammatory cruft. 

Into another, marked B, I poured an ounce of 
the ferum of a perfon whofe blood had no cruft 5. 
then to each of thefe, I added a tea-fpoonful of 
firurn^ loaded with the red particles of a perfon 
whofe blood had no inflammatory cruft or buff. In 
attending to them,, I could not obferve that the red 
p articles fubfided at all, fooner in the jerum of the 
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blood that had a cruft, than they did in the ferum 
of that blood which had no cruft. Thence I am 
to conclude, that the ferum is not attenuated in thofe 
cafes where the inflammatory cruft appears- 

To fee whether the fpecific gravity of the red glo* 
bules was increafed, I tried as follows, 

Exp e rime n t XVIIL 

I poured into a phial C a portion of the ferum 
of the blood which had no cruft; and likewife into 
another D a fecond portion of the fame ferum. I 
then added to C a, tea-fpoonful of the fame ferum, 
loaded with red particles from the blood which had 
an inflammatory cruft. And into D I poured a 
tea-fpoonful of the fame ferum y loaded with the 
globules of blood which had no cruft. In viewing 
thefe, I could not obferve that the globules of the 
blood which had an inflammatory cruft fabfided at 
all, fooner than thofe of the blood which had none $ 
thence I am inclined to conclude, that the fpecific 
gravity of the red particles, or globules as they are 
called, is not increafed in thofe cafes where the cruft: 
appears. And, therefore, fince that inflammatory 
cruft or fize, feems neither owing to the ferum's bet- 
ing attenuated, nor to an increafed fpecific gravity in 
the red particles, it is probably intirely owing to a 
change in the coagulable lymph. And, what feems 
farther to confirm this inference, in none of thefe 
experiments did the red particles fubfide from the 
furface of the ferum in 20 minutes, though where 
the cruft: appears, they fubfide from the furface of the 
whole mafs of blood in half that time ; £o that the 
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whole rrrafs of blood feems to be thinner than the 
jkrum alone; or, the coagulable lymph feems to be 
fo much attenuated in thefe cafes, as even to dilute 
theferum,, which at"firft fight appears a paradox. 

May we not, therefore, now conclude, that in 
thofe cafes where the inflammatory cruft appears* 
the coagulable lymph becomes thinner, and its 
difpofition to coagulation is leflened ; both of 
which circumftances contribute to the fubfiding 
of the red globules before the furface of the blood 
is coagulated, and thence give rife to this appearance, 
called the inflammatory cruft or fize * ? 

How contrary to the conclufion, which thefe ex- 
periments lead us to, are the opinions of fome 
medical writers on this fubjed ! How frequently 
do we find it laid, that the blood is thicker in in- 
flammatory diforders,. where that appearance occurs; 
and that a large orifice is neceffary to let out the 
vitiated blood ! That a large orifice is preferable to 
a fmall one in many cafes, where fuch blood is 
found, I believe is a truth : but that its advan- 
tages are owing to its letting out the thickened 
blood, feems improbable from what we have feen 
in the experiments above related : they are perhaps 
nearer the truth, who attribute it to the fuddennefs 
of the evacuation. 

It may be proper to obferve here, that this fize 
or whitifh cruft, is not a certain fign of inflamma- 

* This, remarkable appearance might indeed be accounted 
f6r, by fuppofing that the lymph had afcended to the furface 
of the blood in thofe cafes \ but this is improbable, from con* 
fidering, that, in i*s coagulated ftate, it is of greater fpecific 
gravity, than, the ferum, and finks in it. 
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tion ; it is often met with where there feems to be 
no fuch difeafe, in particular in the blood of preg- 
nant women. And we may 1 ike wife obferve with 
Sydenham, that even in thofe cafes where the blood 
has a difpofition to form a white cruft, yet if it 
trickle flowly from the vein, this Jize will not ap- 
pear ; for in fuch cafes, probably, the blood begins 
to coagulate before the whole has done flowing, fo 
that the agitation prevents the red particles from 
fubfiding from the furface. There are therefore fe- 
veral circumftances to be taken into the account, be- 
fore we judge, from the prefence or want of this 

jize, whether there is, or is, not an inflammation. 

The whitilh cruft differs much in denfity in dif- 
ferent cafes ; in fome it is extremely denfe, in others 
it is fpongy or cellular, and contains a quantity of 

jerumxn its cells. 
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